













Thank you for purchasing the new 
GENERAL ELECTRIC portable elec¬ 
tronic scientific calculator Model CE 93, 
The calculator is designed to facilitate 
sophisticated scientific calculations, 
thus greatly expanding its applications. 
The model CE 93 only requires de¬ 
pression of the appropriate keys in the 
exact sequence of an expression con¬ 
verted by the reverse Polish method, 
thus permitting any one to easily per¬ 
form complicated calculations. Please 
read this manual carefully, before 
attempting to use your new calculator 
in order to obtain maximum use from 
the unit. We are sure the calculator will 
greatly improve your operational 
efficiency. 


Wir danken Ihnen da fur, dass Sie sich 
fur unser neues, elektromsches, wissen- 
schaftliches Taschenrechnerm odell 
GENERAL ELECTRIC CE 93 entsetued- 
en ha ben Der Rechner wurde entwickelt, 
urn komplizierte wissen schaft Jiche 
Berechmmgen zu erleichtern, wodurcli 
seine Anwendungsmoglichkeiten 
wesenllich erweitert werden Bei diesem 
Model! geniigt das Drucken der ert- 
sprechervden Taste in dei Genauen 
Reihenfolge einer durch umgekelirte 
polnische Schreibweise umgewandelten 
Gleichung, so dass jedermann in der 
Lage 1st, derartige komplizierte Be- 
rechnungen durch zufuhrea 
Bevor Sie unseren neuen Rechner ver- 
wenden, sollten Sie bitte diese Bedie- 
nungsanleitung sorgfaltig durchlesen. 
um die Vorteiie des Rechners ganz 
ausnutzen zu konnen Wir sind davon 
iiberzeogt, dass mit diesem Rechner 
Ihre Betriebsleistung wesentlxch ver- 
bessert wird 
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1. This calculator incorporates precision electronic 
components inducting LSI, Use or storage of the 
calculator in the following places must be avoided* 

* Peaces subject to abrupt temperature changes 

* Places where humidity is extremely high 

* Dusty places 

+ Places subject to direct sunlight 

* Places where static electricity i$ easily generated 

2. in cleaning the calculator, do not use volatile 
solvents or a wet cloth. Always use a dry, soft doth, 
if the calculator is to be stored for a period of more 
than a month, remove the batteries from the calcula¬ 
tor. 

4. Do not repeatedly turn the calculator switch on and 
off unnecessary. Repeated on and off switching 
wifi result in random numeral display or no display 
at all. When this occurs, depress the [c] key to dear 
the abnormal display. 


VO RSICHTSM ASSREG ELN 


1 . In diesen Rechner sirtc elektronriche Prazisions- 
bauteile, eirtschliefilich LSI, emgeba.uL Benutzung 
Oder Aufbewahrung dcs Rechners art den folgenden 
Platzen mud vcrmieden werden. 

* An Plaizen mit starken Tempera tursch wan kungeT 

* An Pliitzen mit extrem hoher Feuchtigkeit 

* An staubigen Placzen 

* An Platzen, die direktem Somienlicht ausgeseizt 
sind 

* An Platzen, an denen statischc Elektiizitat leicht 
crzeugt werden kart it, 

2. Verwcnden Sic beim Rcinigen des Rechoers wedcr 
Jeiehtfluchtige Losungsmittel noch ein feuchtes 
Tuch. Verwenden $ie immcr ein trockerres, weiches 
Tuch. 

3. Palls dex Rcchner langer als emeu Monat Lang 
aufbewahxt werden soil, entfernen Sie die Batterien 
ausdem Rechner. 

4. Schalten Sie dei: Rcchnei'Schalter rtichf 
unrtbtigerweisc uhederholt ein and aus. Dutch 
wtederholtes Unmchalten wird verursacht, da£ 
Zahlen witfkiiriich Oder uberhaupt nicht angezeigt 
werden. In einem solchen Fade dnicken Sie die [c] 
Taste, um die anormale Anzeige zu Jbschen. 



This calculator operates on any of the toEtowing three 
power sources: dry batteries fmanganese or alkaline dry 
batteries. Size AAL rechargeable batteries (fti-Cd 
batteries), and normal household power utilizing 
an optional AC adaptor (4.5V DC 200mA). 

1. Dry batteries 

1) When the t hree manganese dry batteries supp! ted 
as accessories are exhausted r replace with nevj 
commercially available, dry batteries tn ac¬ 
cordance with paragraph 1/'BATTERY LOAD¬ 
ING AND REPLACEMENT" on page 4. 

7) When the d^y are employed as ihc power 

source, make sure that the AC adaptor k bis 
connected from the calculator before switching 
on the calculator. Note that simultaneous em¬ 
ployment of dry batteries and AC adaptor may 
cause damage to or deterioration of the dry 
batteries resulting in leakage of the chemical 
substances from the batteries. 

2. Rechargeable batteries 

1} Uniike dry batteries, which require replacement 
when exhausted. The rechargeable batteries may 
be repeatedly employed after recharging. These 
batteries are optional accessories. Since recharging 
the batteries requires an AC adaptor, it is recom¬ 
mended thar the adaptor be purchased at the same 
time as the batteries. 

2) When rechargeable batteries are employed as the 
pnuwr source, the AC adaptor may'be safely 
connected simultaneous with the rechargeable 
batter ies, 

3) When the rechargeable batteries are exhausted, 
recharge the batteries in accordance with 
"BATTERY RECHARGING" on page 6. 


Dleser Redhner kann iiber jedc der drei folgenden 
Siromqucllert betriebenwerden: Trockenbaftericn 
(Mangan- oder Alkal>Trockenbatterien der (Grofte AA), 
aufiadbare Battciien ^Nt-Cd-B-ittcrienj ;md normakr 
N'eLsslrom mii H:Ife eincs ah Sonderr.abchor 
ethaltlichen Netzadapters <4-5V Cleichstrom, 200*nA). 

1. Troekenbatterien 

1) Worm die rnitge liefer ten drei Mangart-Trocken- 
baticrien vcrbrauchi ersetzen Sie these 
durch im Handel erhaliliche neue Trocken- 
batierlcn gem&li Abschnitt 1 “ElNSETZEN 
UND AUSWECHSi-XN DER BATTER IEN^ auf 
Scitc 4. 

2) Achten Sir bei Venvcndung von Trocketibaitencn 
a is Stromquclle darauf* den Net zadap ter vor 
Emschaitetf dcs Rechners von diesem zu tier.nen. 
Bcachten Sie bitte, cLt & dnrch gieichzeitige 
Verwendung der Trockenbattetien und des 
Netzadapters eine Beschadigung Oder Lrotung- 
sabnahme der Trockenbattedea und dadurch ein 
Auslaufen der chcmiscften Substanzen aus den 
Battedcn verursaeht *erden katin. 

2. Avftadbaru Satterifein 

1) 3m Gegcnsaiz zu TrcckenbatteTjen t die nach 
Verbrauch der entspiechenden Eattenen durch 
ncue Baitcrien ersetzt werden miissen, kdnnen 
die aufhdbnren Battefien cfurch Aufladen 
wicderho’il verwendec warden, Dtese Batterien 
gehoren sum Sondei^ubclibr. Da fdx das Aufaden 
der Battericn ein Netzadapter erforderltch ist ? 
empfehleit wir den Kauf des Adapters zusammen 
mit dem Rechner. 

2) Bei Vervvendung von aufbdbarcn Batterien ah 
Strcmcjurlle, kann dcr Netzadaptcr zusammtn 
mit den aufladbaren Battericn verwundet werden. 

3) Wern die aufladbaicn Batteries verbraucht sind, 
laden Sie diese gemaft Abschnitt "'AUFLADEN 
DER BATTERIEV* auf Seitc 6- 
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POWER SUPPLY 


3. AC Adaptor (4.5V DC 200mA) 

1) In locations where normal household power (AC 
240V) may be employed, use of an optional AC 
adaptor Is very convenient See page b for 
connection and disconnection of the AC 
adaptor. 

2) The AC adaptor Is also employed to recharge 
the rechargeable batteries. See page 5 for 
connection and disconnection of the AC 
adaptor and page 6 for recharging the 
Chargeable bakeries. 


BATTERY LOADING AND REPLACEMENT 

Perform loading or replacement of batteries in the 
following manner 
1. Dry batteries 

1) Turn Ihe calculator switch off. 

2) Disconnect the DC output plug of the power 
cord from the calculator when the AC adaptor 
is in use, 

3) Remove the battery cover from the rear side Of 
the calculator by depressing the rubber foot and 
sliding the cover along the rear surface of the 
calculator. 

4} Remove the old dry batteries, if in use, from the 
battery compartment. 

5) Place the new dry batteries In the battery com¬ 
partment accortiingto the polarity marks © and 
G printed in the battery compartment. 

6) Place the battery cover in Its original position. 

7) Turn the power switch on and the calculator is 
ready to operate. 

2 * Rechargeable batteries 

1) Turn the calculator switch ofL 

2} Remove the battery cover from the calculator. 

3) Remove the dry batteries, if in use, from The 
battery compartment. 


STROM VERSORGUNG 


3. Metz,adapter (4.5V Gleicbstrom, 200mA) 

1) In Gebieten, in denen normaler Nemiiom (240V 
Wcchse.lstrom) benutzt wcrden kann, ist die 
Verwcndung des als Sonde rzubehor erhaRlichen 
Netzadapters sehr zweckinaft ig. 

Sicche Se jte S fur Anschl ielien und Trennen dcs 
Netzadapters. 

2) Der Netzadapter wird auch zura Aufladen der 
aufladaren Batterien verwendet. Siehc Scite 

5 ftir AnschlieGen und Trenrten des Nctzadapters 
und Seite 6 fur Aufladen der aufladbaxen 
Batteries. 


E1NSETZEN UND AUSWECHSELN DER 
BATTERIEN 

Nehmen Sie das Einsetzen und Atiswechseln der 
Batterien auf die nachstebend beschrieberce Weise vor. 
1. Ttoctenbatterien 

1) SchaJten Sie den Reehnei-Schaltcr aus. 

2) Ziehen Sie den Gleichstromaa^gangsstecker 6ti 
Stromkabels aus der Buchse am Rechner, wenn 
der Netodapter verwendet w^rd. 

3) Emternen Sie den Batter isfachdeckeS von der 
Riickseite des Rechners. indem Sie den Gummi 
niederdriicken und den Deckel entjang der 
ruck war tgen Oberflache Schieben. 

4) Entfernen Sie die alien Trockenbatterien, fa Us 
venvendet, aus den Batteriefach. 

5) SeUen Sie die ncuenTrockenbatterien in 
(Jbereinstlrrunung mil den im Batteriefach 
aufgedmckten PolaritaUmarkierungen i_ © und 
© > in das BaUeriefach ein. 

6j Bringen Sie den Battericfachdeckel in 
urspriinglicher Position an, 

7) Schalten Sie den Ein-Aus-Schalter ein, worauf 
der Rechner beiriebsbereit ist. 

2i Aufladbare Baticnen 

O Schalten Sic den R 

2 ) Entfetnen Sie den ! 

Rechner. 



POWEH SUPPJ-Y 


STROM VERSO RG UNG 


4} Place the rechargeable batteries in the battery 
compartment according to the polarity marks © 
and Q printed in the battery compartment 
5) Place the battery cover in its original position, 

B) Turn the cpicuJatoi swi l<Ji &n and the calculator 
is ready to operate. 


Ertfemc-n $ie die Trockcnbatteiienj falls 
vetwcrtdet,ausdein Batteriefach. 

4) SeUen Sie die aufladbarcfl Sanction gemai den 
i m Battericfach aufgednidUen Poferitats- 
markiertingen © und © das Batteriefach ein. 

5> Bringen Sieden Batterid’achdecke* wieder an. 

6) Sdialten Sie den Rcchnei-Schalter ein, worauf 
dcr Rcchncr bctiicbsbcreit isP 




CONNECTION AND DISCONNECTION OF AC 

ADAPTOR te.5V DC 200mA} 

1. Turn the calculator switch off. 

2. Remove the dry batteries, if in use, from the 
tottery compartment when the AC adaptor is 
employed for supplying normal household power. 
Rechargeable batteries, if loaded for recharging, 
coed not be removed. 

3. insert the AC adaptor input plug into the plug 
socket of the household power outlet . 


anschuessen und trennen des wetz- 

ADAPTERS (4^5V Gleichsfrom, 200mA) 

1 * Schahen Sic dec Rcchres-Schaitcr aui. 

2- Entfcrrcn Sic die TiytkcnbiiLttrfeiij fail£ venyendetj 
aus dent Satteiiefach, weim der Netzadapter #ur 
Vejsorgung mi* normabm Netzstrom vsrvjendet 
wlrd. Auflaribaie Batteries falk ziim Aufladen 
eingesetzt, btauchen rtiebt entfernt zu Tvcxder^ 

3- Sleeker Sie der Nctotxomemgangsstedcer dcs 
Netzadapters in eine Netzsteckdose, 


stromversorgung 


POWER SUPPLY 


4. 

5. 


6 * 


Insert the DC output plug of tho adaptor power cord 
mto calculator. 

Turn the calculator switch on and the calculator b 
ready to operate. 

Disconnect the AC adaptor ih the reverse manner to 
step 3 above, when the AC adaptor is no longer 
required to supply normal household power, or 
when recharging the rechargeable batteries ts 
completed. 


4. Stertcen Sie fienGl^chstromatisgan&ssteckerdes 
Adapter-Strcmkaheis in die entsprechende Buchsc 
am Rcchner. 

5. Schaiten Sic den Rechner-Schaltei ein P worauf der 
Rechner betricbsbtreit ist. 

6* Trennen Sic den Net?adapter in umgekehrter 
Reiheruoige des obigen Schriites 3, wenn dieser 
nicht me hr zur Versorgimg mit normaiem Netzstrom 
benbtigt wird, odcr wenn das Au^ladeci der 
aufladbaren Batteries* beenect ist. 



BATTERY RECHARGING 

1. Turn the calculator switch otf. 

2, Remove the battery cover from the calculator. 

3, Remove the dry batteries, if in use, from the 
battery compartment, 

4. Place the rechargeable batteries in The battery 
compartment according^ the poiar'rty marV:s © anb 
0 printed in the battery compartment. 

6. Place the battery cover in its Original position. 


AUFLADEN DER BAITER 1EN 

L Schalten Sie den Rechner-Schalter aus. 

2 . Entfernen Sie den Battericfichdecise] vorn Rechner. 

3. Entfemen Sie die Trockenbatterien, falk verwendet* 
aus dem Batteriefacft. 

4. Seizen Sie die auffedbaren Batter icn semafi den im 
Batter iefach aufgcdruckten Polaritatortimxieriingen 
© und Q in cas Battericfach cm. 




BEZEICHNUNG DER EINZELTEILE 


ReeaH/HyptfboLic kE-y 

Taste fur Abnif/HypeibelTunttibn 


Stare/Mv^/W key \ 

Taste iiir ^pcieticranE/iPitffolM: fuakwr y 


Regiswr tuqhange key 
RegiaacT^StairJCli taste 

Rctste kev 

Taste fjt zyfclischc VcrJusihurjg 


Calculator swffcfi 


Oegrre/Grstl Switch 
TJfiUd/GradjcTtt'WahlJthalter 


Trigofl5nKlfi;funciiO r 'i itvi 
Tajlfji f&f t^G&notnt.'Uijth fud^tipD 


ftaturaJ Soga/ithmac key 

Tastff fjr natflfEietjca Logaritbirtiu;; 



U 

X 

□ 
1 1* 

□ 

□ 

K1 

□ 


NotCiucift- conversion key 
Taftc fur uUiwarKi bng dc: Schir(S™:D 

Ci'rCi/jf constant kty 
TlK-tr- fiirK ty; ntk pj-i£t ilSl* 

T^eCijyocnJ lunctipl k£y 
Kchrweilfuni:tioii®st! 

Scribe ™ key 
{}u ai'atwurcci t aite 

FjctQfiat function kty 
FiiV ul [dlsvvcrtfuLPk i JO{g£a!iU; 


Sign change key 
VoEeidicnifKieningst^stic 


[Vgrnturr keys 

Ziffcm fasten 


DecirvoE p^int key 
I>czi(niEEiOrtima taste 


CofrespooOift^ tur^i&ft^iSPtoy ley 
Taste lut Z^ciL?cltCuns/Aii 7 r^c 


Suflrtijtion key 
Somm icnin^b^c 


\ Division key 
Divisionjiiostc 


'MultFptica:ion kty 
Mu tuplikot ion>tastHr 


■.Minus key 


^vs key 
P^ns&jlc 


C?F k/|}d C mfirr tj/b 

coco 

Metric conversion kEy& 

Taster; ftir mctniefn? UiEwandlurw; 

9 < P< d udJ-rf Itfif 

Pnxrerrttssie 

M Rerce/n&ge difference key 
r**l Ta^te fur prozcntrtaJcr l£q*ersic}u£d 

FtAD FLitdnjfl mode key 
Taitt fur 

log Common logaril hmig key 
<K) Tasic fUT tfckadist-Iicn Le^drithmus 

X.S Mean/Standard deviation key 
^ Taste far Mittel’jytTii/StajidsTcIabiiiiLchT;!? 

-»RAD Angle unit conversion key 

Taste Sr Umwanilluni; dcr WLnkelcinfueit 

-HJOt. Coordinate conwnion k^y 

f^n> TiS^C fjr tJmwandlung dsr Kqofdtnaten 
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Model: 

CE93 

Number of digits; 

Business notation 1 digit for sign 

12 digits for mantissa 
Scientific notation 1 digit for sign 

10 digits for mantissa" 

1 digit for sign 

2 digits for exponent 

Signs: 

— Minus signs for mantissa and exponent. 

* Decimal point displayed at the leftmost digit of 
the display only when a decimal fraction exceeds 
12 digits in the fiocting decimal po^nt mode, 

* Decimal point displayed at the rightmost digit 
indicates that the angle mode is in radian unit. 

Display format: 

Business notation 

-.123456789012. 


I j ; Radian Unit 

f | L --Mantissa 

f L ---- Decimal Point 

— -Minus Sign 


Scientific notation 

1 234567 89 1 ^ 23 . 

■ | ; 1 : '---Radian Unit 

; [ j | ^Exponent 

| 1 ; ‘-Minus sign 

; ; -- Mantissa 

; L -Decimal Point 

----Minus Sign 


Calculation capacity: 

10 -99 Absolute value 10 100 
<Absolute value <10-"l 
10 100 Absolute value ilO 1 ^ J 


. Fixed display 
, Flashing display 


TECHNISCHE DATEN 


Model!: 

CE92 

Anzahl der Steilen: 

Kaiifrnanoische Schreibwduc 

J Srclle fiir Zcichcn 
12 Siellen fiir Mantissa 

Wisiouschaftliche Schreibweisc 

1 SteUe fur Zeichen 
10 Stellen fiir Marttisse 

1 Stelle fiir Zeichen 

2 StelLen fiir Exponent 

Zeichen: 

- Minus^eichen fiir Mantissa und Exponent. 

* Das Dezirnalkomma wird nur dann ganz links in 
der Anzeigc angezeigE wenn ein Deiiir-albruch 
bei Einstcilung auf Fliekkomma 12 Stellen 
ubcrschrcitct, 

* Anzeige des Dezimalkommas ganz rechts in dor 
Anzeige bedeutei, dali der Wirrkei m Radiant- 
einheiten ausgedruckt wird. 

Anzeige: 

Kaufmannische Schrcibweise 
r: 1 234567S9012, 

! : : Radian teinhdt 

: [ U --Mantissc 

j «-Dszimalkomirta 

L —Minuszdchcn 


Wissenschaftlichc Schrc ibweise 

-.1234567891-23. 

i ; 1 j ; : 

; ; j ; ; Radiantejnheit 

; J I i ^Exponent 

\ ] I iMimiszdchen 

; ; L ^ Maetis5e 

I l -- - Dezimalkomma 

l --Mi rmszei chert 


Rech en kapazi tat: 

10 -** £AbsolutcrWert<lO* M 

..Elcibende Anzcmc 


10 ” 199 < Abso Inter Wert < 10 ^"1 
10^ 00 ^ Absoluter Wert ^ 10 199 ] 


Blinkanzcigc 













TECHNISCHE DATEN 


-"y r 



SPECIFICATIONS 

Decimal point: Dczimalkomma.: 

3 u si ness no tat io n K auf mannischc Sehreib we ise 

Entry' floating mode Eingabe: I-liefikomma 

Result: Fixed (0 ^9), Auto-shift, or Floating mode Ergebnis: Festkomma (0 ^9) h automaiische 


Scientific notation 

Entry: Floating or Scientific mode 

Result: Scientific mode 

Operation method: 

Reverse Polish notation 
Memory: 

10 memories 
Element: 

LSI 1 chip 
ROM 2 chips 
Fluorescent display tube 
Ambient operating temperature: 

0°C ~40°C O^F —104® F) 

Power source: 

DC 4,5V (3 penMght dry batteries) 

AC adaptor 
Operating duration: 

5,5 hours (Manganese batteries) 

5,5 hours {Ni-Cd rechargeable batteries) 
10 hours {Alkaline batteries) 

-r Power consumption: 

Sv 0.5W 

Dimensions: 

|j S6mm{WJ x 163,5mm(D> x 33,5mm(H) 

J Weight: 

t 27 Gg 

\ Accessories: 

; Dry batteries x 3 

Carrying case 
Optional accessories: 

AC adaptor (4,5V DC—200mA) 

Nj-Cd rechargeable batteries 
Types of calculation: 

Arithmetic operations 
Four basic calculations 
Chain calculations 
Mixed calculations 


Verschiebung Oder FliefikoTmria 
Wisscnschaftliche Schreibweise 

Eingabe; Flie&Komma odor wissenschaftliches 
Abkuizungsverfahren 

Ergebms: Wissenschafthches Abktirzpngsverfahrf 
Arb eitswelse: 

Umgekehrte polnischc Schrcibweise 
Speicher; 

10 Speicher 
Baufeile: 

LSI 1 Chip 
ROM 2 Chips 
Leuchta nze \gc rohr e 
BeJrieb s tern pemtur: 

Q fl C ^40°C <32°F - I04*F) 

StromqueUe: 

Gleichsirom 4,5 V (3 Trockenbatterjen) 

Nesadaptcr 

Betricbsdauer: 

5,5Stundcn {Manganbatterien) 

5,5 Stunden (aufladbare Ni-Cd- Batterien) 

10 Stunden (Alkalibatterien) 

S from verbrau ch: 

0,5 W 

Abmessujigen: 

S6 mm (B) x 163,5 mm (T) x 3&,5 mm (H) 

Gewicht: 

270g 

Zubehor: 

Trockcnba:teri<m x 3 
Tragtasche 
Sonderzubehor: 

Netzadapter (4,5 V Gieichstrom-200mA) 
Aufladbare NFCd-Batterien 
Rechenleistung: 

Arithmetische Rcchenartcn 
Vier Gmndrechenarten 
Kctten rechnungen 

Gemischte Rechnuotren 



SPECSHCATfONS 

Reciprocal calculations 
Power calculations 

Memory calculations using *Q memories 
Scientific calculations 

Trigonometric function Utn, cos, tan) 

Inverse trigonometric function cos -1 , 

tan - *) 

Hyperbolic trigonometric function (sinb, cosh, 
tanh) 

inverse hyperbolic trigonometric function 
(sinh -1 , cosh -J , tanh -1 ) 

Logarithmic function (log, In) 

Anti logarithmic function 110 X P e x ) 

Square calculation (x 2 ) 

Square root calculation f-y/xT 
Reciprocal caicufetion (1/x) 

Factorial calculation (x!) 

Power calculation fY*} 

Circular constant W) 

Exchange function (X w Y) 

Statistical operations 
Mean calculation (x) 

Standard deviation (s) 

Summation {- 
Percentage calculations 

General percentage calculation 
Markup and discount 

Percentage difference between two numbers i 
Conversion functions 

Coordinate conversion (polar +* rectangular) 
Angle unit conversion (degree +*■ radian) 

Metric conversion (Litre U.S. Gallon) 
(Centimeter inch) 
(Kilogram ** Pound) 

(Degree Celsius +* m Fahrenheit} 
Notation conversion (Business *+ Scientific) 


TECKNISCHE DATEN 


Kefirwertbildung 

Potenzieren 

Speichcrrechnung mit Verwendung von 10 
Speichern 

Wissenschaftiiche Rechenarten 

Trigonometrische Funktion (sin, cos. tan) 
Arkusfunktion cos“ J t tan _l ) 

KyperboIIsche trigonoraetrische Funktion (sinh, 
cosh, tanh) 

Hyperbolise he Arkusfunktion (sink -3 , cosh -1 , 
tanh^ 1 ) 

Logarithmische Funktion (log. In) 
Antilogarilhmische Funktion (1G X , e*> 
Quadricren (x 2 ) ^ 

Quadranvuxzelzii?hen (y j x ) 

Kehrwertbddung (I /x) 

Fukultatswerterm ill lung (x!) 

Potenzieren (Y x ) 

Kidskonstante («) 

Austauschfunktion (X «*Y) 

Statistischc Bcrcchmmgen 
Mittelwertfcercchnung (x) 

Standardabweichung (s) 

Sumimexung (Zf) 

Prozentrcchnu ngen 

AUgemeine Prozentrechnung 
Aufechlag und Skonto 

Prozentualer Unterschied zwischen zwei Zahlen 

(A%) 

ZJ m wand lungsfu nk t io n en 

Umwandiung der Koordinatcn (polare -*■ 
rechtwinklige) 

Urnwandhmg der V/inkeleinheitcn (Grad 
Radiant) 

Metrische Umwandlung 

(Liter ^amcrik. Gallone) 
(Zentimeter — ZoL) 

(Kilograimn ~ engl. Pfund) 

(Grad Celsius +* Fahrenheit) 
Umwandlung der Schreibweise 

(Kauf miinnische ++ wisscnschaftlichs} 



SPECIFICATIONS 




Others 

Scientific notation entry 
Decimai point set (0 "-'9) 

Register-Stack rotation 
Calculating time (maximum): 

Entry *. 0.09 sec. 

Addition and subtraction . 0.25 sec, 

Multiplication . 0.27 sec. 

Division. 0.45 sec. 

Percentage calculation .............. 0.63 sec. 

Scientific function and others.4.QG sec. 

Limit of calculation: 

Y/X, 1 /x x^0 


x! G ^ x 120 Iinteger on ly) 

V*~ x >0 

in x, log x x ^>0 

Y x , V* Y >0 

sln _: x, cos - * x !x i<11 
cosh - 3 x J x \ 1 

tanh-l x l x i< 1 

Circulation accuracy: 

Arithmetic and square root .12 digits 

Trigonometry and logarithms 11 digits 

Powers and roots.. 10 digits 


y 15-digit registers for calculation provide an accurate 

12-digit display. The CE 93 does not lose accuracy in 
' circular trigonometry when the angle becomes small. 

For example try tan, followed by tan -i with 5 x !G~ 3 
■ on the display. The calculator retains accuracy In 

hyperbolic trigonometry when the angle becomes 
negative (try sinh followed by sinh -1 with —IS on the 
display) 3nd also in logarithms when numbers are very 
dose to 1 (try raising i 0000001 to the 10000000 
power and the answer is 2.718281693 * not e). 

However, in any calculator the accuracy of the function 
E$ dependent on the number of significant digits and the 
size of the numbers given. For example, in inverse 
trigonometry when x Is near 1, subtraction from 1 Is 
\ required which may result in a loss of significant digits. 

Also, angles greater than 360° and anti logarithms of 

i-h 12 


TECHMSCHE DATEN 


Sonstige Merkmale 

Euigabc in wissenschafilichtlicher Schreibweise 
Dezimalkommacinsteliung (0 ^ 9) 

Zyklische Vemuschung des Register-Stapels 


Rechenzeit (maximal): 

Eingabc .0,09 $ 

Addition und Subtraction.. 0,25 s 

Multiplication. 0,27 s 

Division..0,45 s 

Prozentrecftiumg.0,63 s 

Wissenschafthcfte Function und andere . * 4,00 s 

Rechertgrenze; 

Y/X, I/x ^0 


:<I 0 < 120 (nur ganzahliger Teil 

VS" x £0 

Ln x, log x x > 0 

v-ss/y y >o 

sin -1 x, cos _1 x !x !<5 

cosh" T x ix iSl 

tanh -1 x lx i<il 

Rechengenauigkeit: 

Arithmetische Recbenarten und Quadratwurtel 

.12 Stellcn 

Trigonomctrische und Jogaritlunischc Funktionen 

1 1 Stclicn 

Potenzieren und Wurzelziehcn ..10 Stellei? 

15-stellige Rechcmegister soigen liir eine genaue 1 2- 
stellige Anzeige, Der CE 93 verliert bei Kreistrigono 
metrie seine Genauigkeit nicht, weni* der Winks! kleic 
wird. Versuchen Sse zum Beispie! tan, damn tan -1 mit 
5 x 10 -J in der An 2 eige. Dcr Rcchncr bchalt seine 
Genauigkeit be) hyperboli sober Trigonometric, wenn 
der Winkel negativ wird (versuchen Sic sinh. dann 
sinh" 1 mit — IS in der Anzeige), auiierdern bei 
Logaritimien, wcnn sich die Zahlen 1 niihern (vcrsuchc 
Sie 1,0000001 in die 10000000 te Poteru z\i erheben, 
wobei das Ergebnis 2,715281693 und nicht e istj. 

Bei jedem Rechner hangt jedoch die Genauigkeit der 
Funktion von der AnzaM der wcsenthchen Stellcn un<i 
der Grofce der gegebenen Zahlen ab. Wcnn zum 
Beispiel bei inverser Trigonometric x nahe 1 ist, ist 
eine Subtraktion von I erfordeilich, woduich 





















~-iA^ssm§. 


SPECIFICATIONS 

numbers grater than In 70 require repeated Subtraction, 
which moy rtsu Ft in s loss o' significant dibits. 


TECHMSCHE DATEN 

wesentiche Stelliin verioreit geben kenneri. Tin Winkcl 
grcfieraR 36 Q* imd Antiiogarithmen von Zahisn 
grower als InlO ise ebenso einc wicdcrholtt Subtraction 
erf order iicft, vvodsrcft we^entjiche Stellen verloren 
gehen kormen. 



UMGEKEHRTE POLNISCHE SCHREIBWEISE 


Keverse Polish flotation is a postfix notation method 
which is applied to the ca leulator from computer 
theory, together with the roister stack concept 
described in the later part of this manual, Algebraic 
expression, A + (y — C) x O r becomes as shown below 
when expressed In Reve-se Polish dotation. 

ACC — Ox-r 

However, the above expression in Reverse Polish Mot&- 
tfOn cannot be entered into the calculator in the exact 
sequence Of the expression, since the calculator does not 
distinguish data A, S, and C ss three different numeric 
values, but identifies as one numeric vslue even when 
the three numeric values are consecutively kayed in. 

For this reason, the ^3 <ey is employed to input each 
numeric value. Using the ® key, the above Reverse 
expression becomes as foHoyvs. 

A ENT B6WTC-D x + 

Operators such as —, x and + perform calculation of 
the two numeric values entered immediately before the 
operator. Accordingly, ir the above Reverse PoJish 
expression, depression of the '=!„ key causes calculation 
of B - C to be performed, and the result of tubrr^ction 
to be memorized as one numeric data value in lieu of 
G and C, Similarly, subsequent depression of the SJ 
key causes multiplication of the result of B — C by D 


Bei der UTTEgekehrtcn pclntsche Scfcreibweiso frantic It cs 
sierjh um cine nachgestcLtc Sdireibweisk die fur den 
Rechncr zusamm^n mit dem Regis tcr-Stapel-SCorisept, 
U^stn einom der fclgcndcn Abscho ittc diesfit Bedie- 
nungsanfcitung beschrieben wird ? aus der Computer- 
thcoric ubeEnoniftier* wurde. 

Der ajgefcraiscae Ausdruck A * {B - CUD wird in der 
um^sfcfth'tcn polnischcn Schrcib^ist wie folgi 
ausgedriicfrEi 

ABC ^ D x + 

Der obige Ausdruck in umgekeftrter polnischer 
Schieibwcise kann jedoch niefrt in der gennuen 
Reihenfo^edes Ausdrucki in den ftechner emgegefren 
warden, da der Rcchner tile Daten A, E und C rricto als 
drei vevsehiedene Zahjeniverte unterscheidet sondern 
ais emeu Zahlenwert etkenni> selbst we-nn die drei 
Zahknwc.'te ncchonandei cingetastet v-erdea. A vs 
djesem Gnind wird die e3 Taste veiwendet, utn jeden 
Zahtenweif eifizugcben- Eel Vsrwtndun^ tier M Ta-stfc 
wird die obige umgckehrie potnische Schreibweise wie 
folgt eiagtgabea: 

A ENT B ENT C- Dx + 

Rtchenbefeble wie —, x tind + iuhren die Bd'rschnuog 
dt'i unmitieibar vor tiem Rechcnbefehi cingcgebcnen 
Widen Zahlenwciie duiclL Darier uird bci rlnr otWn 




reverse pgu:sh notation 




be performed and - he result of m u it ip licet ion to be 
memtiri/ec! as one numeric data value. Depression of 
the 3 key causes addition of the result of multiplica¬ 
tion (B — CJ x D to A, 

When computing the expression A + {B — C) x D by 
the mathematic^ method, (B — C) must first be 
calculated. In more complicated expressions partially 
calculated data must be temporarily stored in the 
memory register. However, with the Reverse Polish 
Notation method, numeric values can be entered in the 
exact sequence Of the expression, thus requiring tittle 
or no memory register usage. In addition, employment 
of the © key eliminates the need for depressing the 
£1 key to clear previous calculation data before 
performing 3 new calculation. 


For example: 
Zum BeispieL 



a) 

Calculate 

73 


f 


Bercchnen Sic 

+87 

■ ^ l 

5 




'j 







b) 

Calculate 

S3 




Berechnen Sie 


_-v ;■ :/ t 




-37 


\ 




37 r 

\ 
p- *. 






■ 


14 


UMGEKEHRTE FOLN1SCHE SCKREIEWE1SE 


timgekehrten polnischen Sehreibweise dutch Driicken 
der a Taste die Rechmmg £ — C ausgeftihrr und das 
Ergcbnis dcr Subtraktipn als sin Zahlenwert, anstelie 
von B und C, gespciciirn. Auf ahnhche Weisc wird 
dutch fojgendes Druckcn dcr LEI Taste das Ergebnis 
von B — C mrt D multipliziert und das Ergebms dcr 
Multiplication aise in Zahlenwert gespeichert. Durch 
Driicken der 3 Taste wird das Ergebnisder Multiple 
lion (B - C) x D zu A addiert Bei Berechnung des 
Ausdrucks A + (B — C) x D gemafi mathematischer 
Methods, muft (B — C) znerst bcreclmet werden. Be: 
kompliziertetcn Ausdriidcen miissen teilweise berechne 
Da ten seUweihg im Speicherrcgister gespeichcrt werdei 
Bej der umgekehrten poinischen Schreibweise kormcn 
jedoch ZahJenwerte ^ dcxgenauen Reihenfolge des 
Ausdrucks cingegeben werden, so dafi das Speicher- 
register nur selten oder Ober haunt nicht benutzt werdei 
cudi. AuBerdcm crubrigt die Verwendung der £3 Tastf 
das Druckcn der £} Taste, urn fruhere Rcchendaten 
vor Durchfiihrung einer nenen Rcchnung zu loschert. 





4 6M0 
















VERSE POLISH NOTATION 


LTMGEKEHRTE POLNISCHE SCHREIBWE1SE 





Note: The Sigrt Of the number remains just to the left 
of the most sign if icant digit, as in example c). 


2ur Beachtung: Das Vorzeiehen der Zahl bJeibt 

unmittelbai links von der wesen tlichsten 
Stelle, wie dies im Belspjel c> crdchtUch 































CALCULATOR Switch 

When the calculator switch is moved to ON the 
initial display is zero {O.OOJ m the fixed-point 
business format and the degree mode for circular 
trigonometry is automatically selected. 


Ctear key 

The key is depressed to clear the display or 
X-register. The key is also used to clear an error 
or overflow condition as indicated by a flashing 
display. To clear the 4 registers in the stack and 
zero memory 0 , depress sequence ja 3 


Corresponding Function/Display key 

The Corresponding Function/Display key has 

2 purposes depending on the following entry. 

If a digit is depressed after S , as in = CU 
that number of digits will be displayed to 
the right of the decimal point (0.00000). 

If any other key is depressed after !£ , as in jj 
£j , the upper case operation win be performed 
(set radian mode}. 

To clear ok , depress £a jej (or S _cj 


Store/I nverse key 

The Srore/ln verse key has 2 purposes depending 
on the following entry. When a digit is depressed 
after ^ f as in a HU , the contents of the 
display are stored in that memory (memory 5), 
if any other key Is depressed after S , as in 
0 si , the inverse operation (e*) is performed 
if one is defined. 



CLR 

m 


DSP 

CO 


mv 



Rechn erschaJ ter 

Dutch UmstdlcR des Rcchnerschalter auf ON 
w!rd zuerst Null (0.00) im kaufmannischert 
format mit Festkomma angezeigt und die Grat 
Betriebsarl fur die SCrcLSlrigonomctiie auto¬ 
mated! gewahlt. 

Loschtaste 

Durch Diiickeri der £3 Taste wixd die Anzeige 
(X-Register) geloscht. Die Taste wild aufierden 
verw^ndet, um einen durch Blinkanzdge 
angezeigten Fehlex- oder Uberlaufzustand 
aufzuheben, Um die 4 Register im Stapel und 
den Speicher 0 2 ;u loschen, drucken^Sie die 
Tasten in der Sedienungsfoige -u 3 

Taste fur Z'cveitbeSegung/Anzeigfc 
Je nach der fojgenden Eingabe erfiillt die Taste 
Zweitbelegung/Anzdge 2 Atifgab&n. Wen a rtad 
£k Tasts^eine Zit fern las tc gedriickt wirti, zura 
Beispid „£j , werden die Zahicn rechts vox. 
Deiimalkomma angczeigt (0.00000). 

Wcrm nach der ^ Taste irgenddne anderc Ta^ 
geclriickt wird, zum Bcispiel ^ Tl , dann wir 
der Rcchner auf Zweitbelegung umgeschaitct 
vEinstellung auf die Radian E-BetriebsartY Um 
die Taste ^ auszurastcn, dmcken Sic die 
Fasten S S (oder 0 ^ ). 

Taste fur Speidherung/reziprokc: Funk don 
ie nach der folgendexi Eingabe crfiiUt die Taste 
fur Speicherung/ieziproke Funkfion 2 
Aufgabcn. Wenn naeh der ^ Taste einc 
Zifferntaste gedriickt ^ird, zum Beispiei *a A 
wird der Inhalt der Anzcige in jenetn. Speichcr 
(Speicher 5} gespeichert, Wcnn nach der Taste 
irgendeme andere Taste gedriickt wild* zun 
Beispjel 0 ua , wird die inverse Berechnung 
(e*) durchgefuhrt, fails eme angewiesen wurde. 





KEYBOARD 


r _. 

TASTATUR 




Recafr/Hyperbolic key 
The RecalJ/Hyperbolic key hw 2 purposes 
depertding on the following entry* When a digit 
is depressed after ^ , as rn r*, , the 

contents of that memory (memory 91 are 
recalled or loaded into the display, 

^ Jf any trigonometric key is depressed after S 
key, as in 5 t~i the hyperbolic operation 
(sinh) is performed. 


Degree/Grad switch 

The switch positioned at DEG or GRAD 
indicates whether the angle unit is in degrees or 
gradients* However, selection of the radian mode 
by key operation ( “ } takes priority over 

frr this switch, 
der 


hyp 

(5cl) 


oe a-o ftAQ 
111 


Taste fur Abruf/HyperbelfimJction 

Je nj.di der fojgendeti Eingabe erfiiUt die Taste 

tar Abruf/Hyperbelfunktio n 2 Aufgaben. 

Wcnn Tiach der E, Taste eine Ziffcmlastc 
gednickt wird* zum Beispiel & , wird der 

In halt jenes Speichexs (Speicher 9) abgcrufcn 
Oder in die Anzeige geholt. 

Wenn nach der E Taste eine der tngoxio 
metrischen Fasten gedriickt wird, wie zum 
Beispiel ^ * wird die Hyperbetberechnung 
(sinb) durcbgefuhn. 

Grad/Gradiant-Wah Ischalter 
Der entweder auf die Position DEG oder GRAD 
gesteltte Schalter zeigt an, ob die Winkeleutheit 
in Grad Oder Gradient ausgedruckt, wird. Wahl 
der Radiant-Betriebsart dnrch die Taste nbedie- 
nung ^ “ hat jedoch gegeniiber diesem 
Schalter den Vonang, 


Radian mode indicator 

The decimal point at the right-most digit of the 
display Indicates that the radian mode ( ™ £3 } 
has been selected for circular trigonometry. 

This does not effect the readability of the display 
in either scientific or business formats: 


Radian t-Betriebsar t- Anzesge 
Das DeziircaUcomma ganz rechts m der Anzeige 
zeigt an, da£ die Radiant-Betrlebsart ( a ) 
fiir die Kreistrigonometrie gcwahlt wurde. 
Dadurch wird das Ablesen der Anzeige weder 
beim wissen sc haft lichen nochkaufmannisehen 
Format beemtrdchtigt: 


Sc I entif ic 
Wissenschafilich 
Business 
Kayfittznrjsch 


256 OZ 
25 6.00 



: S ft.** j 


Di SPLAYS 


ANZEIGEN 


0^, 




>’;T' 



Floating mitujs sign 

The minus sign is always displayed immediately 
to the left of the most significant digit. 


Flicfimimiszeiche n 

Das M tnuszrichen wird immer unmittclbar links 
von der wcsefltlichsten Stcllc angeaeigt. 



-Q.67 


Scienti ftc 
W isse nschaftli ch 
Business 
Kaufmannisch 


a 


\ 


Scientific format: 

All results are displayed in the scientific format 
{ jj rj } with a floating decimal point, or in 
the fixed point format ( ~ _2J k For example, 
—2/3 is displayed as: 


Wissenschaftliches Format: 

Samtllche Ergebnisse werden entweder im 
wisscnschaftlichen Format ( t= lj ) mit ^ 
Fliekkomma Oder im Fetf konimaformat ( Li] 

angczcigt. —2/3 wild zum Beispiel wie foigt 
angezeigt; 



-6.666666 6 66-0 7 


-6.66 66 666 6 7-0 1 




Business format 

AM results are displayed in the business formal 
uh ;S 5 with a floating decimal point, or in 
the fixed point format ( £5 ), For example, 

—2/3 is displayed as: 


Kaufminnisches Format; 

Sdrntliche Ergebnisse werden entweder im 
kaut’mannischen Format ( aj 5 □ ) 
Flieftkormna Oder im Festkommaformat ( s -j) 
angezeigt. —2/3 wird zum Beispiel wie foigt 
angezeigt: ^ 






-.666666686667 
- 0.6 7 





' A i 


Automatic switching to scientific format 
When the number displayed is too large, or too 
small for the selected business format, the 
calculator automatically switches to the 
scientif ic format. 


Automatisches Umschalten auf das 
wissenschaltUche Format 
Weon die angezeigte Zahl fur das gewahlie 
katifmannischc Format zu groii Oder zu klein isl 
wird der Reohner automatised auf das 

wlssenschaftliche Format umgesdialtst. 














SPLAYS 


ANZEIGEN 


Overftow/Underftow 

The display wi 1! flash O N arid OFF when a 
calculation overflow or underflow occurs. 

This condition is cleared by depressing the ■£} 
key. Exponent overflow causes the display to 
flash, as when the number displayed in scientific 
format and the exponent is 100 less than the 
correct exponent. 


Kapazitatsubeischreitu ng/-uirt erschreitting 
Beim Auftreten einer Kapazitaisuberschreitung 
odcr -unterschreitung blinkt die Anzeigc. 

Durch Driicken der Tasle karm dieser 
Zustand aufgehobcn werdeiL Exponenten- 
iiberlauf verarsachi Blinken der Anzeige, d T- 
wean die im wissenschaftlichen Format 
angezeigte Zahl und dcr Exponent um 100 
kleiner aE dcr richtige Exponent sin d. 



The four registers comprising the operaiionai 
shack are shown be tow; 


Die vier Register die den Arbcitssiapc-i bilden, 
werden nachstehend gezeigt: 


W 

Z 

Y 

X 


r 

I 

t 

t 



Stack 

Stapd 


TOP 

OBERSEITE 


DISPLAY 

ANZEIGF 


When a number is keyed in, it goes into the Wcnn cine Zah3 eingetastet wird, geht $ie in das 

X-reg iste r. X- Regist er. 







REGISTER STACK 


REGESTERSTAPEL 



■M 


s 



£ 


& 

$ 


1 

■i 






Enter key ™1 

The Et\!T key copies the X-register into the Y- 
register and the contents of the other registers 
move up in the stack. 


Entry 

Eingabe 


Si 



Eingabetaste is! 

Dutch die Emgabetaste (ENT) wird der In hail 
des X-Registers in das Y-Register ubertragen ua 
die Inhalte der anderen Register werden im 
Stapel eine Stufe he her bewegt. 


Contents Register 

Inhalte Register 

(Contents Lost} 



V X /— 1 

Arithmetic operation (+, —, x, “ Y x or vY): 
When an operation key is depressed, the opera¬ 
tion is performed on the contents of the X and 
Y registers with the result appearing <n the X 
register. The contents of the other registers then 
drop down one position. 


Arithmetische Rechenbefehie (+, —, x, “ Y x 
Oder Vy): 

Durch Driidten einer Rechenbefeblstaste wird 
der Rechenbefehl fur die Inhalte der X- und Y- 
Registcr ausgefuhrt* wobei das Ergebnis tm X- 
Register erscheint- Die Inhalte der anderen 
Register werden dann eme Stufe niedriger 
bewegt. 


Entry Contents Register 

Eingabe Inhalte Register 


3(3(33 
& °Lx 53 



REGSSTER STACK 


REGISTERSTAPEL 


Exchange X with Y {X +* Y): 

The X ^ Y key exchanges x and y as shown 
below: 


Entry 

Eingabe 


[x^Yj Austausch von Xgegen Y {X Y): 

Durch die X +*■ Y Taste kann x gegen y 
ausgetauscht werdeu, wie dies nachstehemd 
gezefgt wird: 


Contents Register 

Inhalte Register 


w 

a 


y 

X 


X 


\N 

2 

Y 

X 


This permits the contents of the Y-register to be 
examined prior to an arithmetic operation. 


Rotate stack: m 

When the Rotate key is depressed, the stack 
drops down one position with the contents of X 
being copied into W as shown below: 


Entry 

Eingabe 


Dadtirch ist es mogiich, den InhaJt des Y- 
Registers vor Durchfuhmng einer arithmetischen 
Berechnung zu uberprufen. 

f Zykiische Vertauschung dcs Supcis 

Nach Dhickert dcr Taste fur Jtyklische 
Vcitauschung wird de: Stapel urn eine Position 
erniedrigt, wobci der Inhalt dcs X-Registers in 
das W-Registfer geho?t wird, wie dies nachstehend 
gezeigt wird: 


Contents Register 

Inhalte Register 


w 

7 

Y 

x 



W 


Z 

Y 


This permits the entire stack to be examined. 


Dadurch ist es mbglich, den gesamten Stapel zu 
libcrpriifcji. 



There are 10 memories available for storage or 
recall into the display. However, memory 0 h 
zeroed by depressing the E^iJ) key. 


Memory 0 or LST X: 

Memory 0 contains the number displayed, X H 
before the Jast computation. 

For example; 


85 

' 

:bat O 


The East X is set by either the one or two-operand 

cafculanon a rid can be reset onFy hy a Gear ^ 'Jkev 
operation. 


Memories 7, S p and 9: 

Memories 7 r 3, and 9 may be used without 
restriction if the summation operation is 
not employed. However, when the first summa¬ 
tion is performed after the Gear c} key is 
deprossoci, the contents of the^? memories are 

replaced by 'he count {n}, the sum of the X's 
square {x 2 > and 1 he sum of the X J s: 


Memory 

Speichcr 

7 


SPEICHER 


Zur Speichcrung Oder zum Abrafen in die 
AazdgE sieberc 10 Spcicher zui Verfugung. 
Durcb Driicken der Ldschtaste ^ Zj wird 
jedoch Speicher 0 £uf Null ^uriickgestcllt. 


Speichei 0 oder LST X: 

Speiclit:: 0 enlhilt die vor dcr Ictetcn Bercchnu:: 
angozeigtc Zah! X. 

Zum Beispiei: 



X wird duich Rcchnung enlwedcr mil elnem 
Oder z'vei Opcranden cinge^tellf und Lann mjr 
durch die Bedienung der^u Taste zurtickgesteil 
werden. 

Speicber 7, S und 9: 
lie Spefcfter 7, 5 unci 9 konrten ohue 
Boschrankiirrg ver^endet v^ciden, falls keine 
Summierun^srechnung {!>) duxchgefiihrt wjtd. 
Wsnn jedoch nach Driickcr dcr .cj Taste die 
er^te Summierung durchgefLihrt wjrd, werden 
die Inhallt* dieser Spciehcr (lurch die Zahl (it), 
die Summe dor cuadrierten X-Werte (x^) und 
die Somme der XAVerte ersetzt: 

To Display Contents 

In die Anzeige Inhaite 


twi 7 n 










(V=EMOF*i£S 


SPEICHER 


Moreover, ^ ij may also be used to simul¬ 
taneously toad * and y into the X-register and 
Y-register, for vector add it jom 


Aufterdem kornien die ss Tasten 
vexwendet werden, urn fiir die Vektoraddition x 
und v in das X- bzw. Y-Register einzugeben. 


Number entry t LD - [£} and 3 ) 

A number keyed in, after depressing Q ( so or 
□g wi II replace X without pushing the stack up. 

A number entry after any other operation will 
push the stack up. 


L2J 

3 



Zahleireingabe ( ' 3 } - [sj und ) 

Einc pach Drucken der T , w Oder ™l Tasten 
&mgetaste{c Zahl ctactzt X, ohrte dabei den 
Stapci uir. cine Stufe hoher zu bewcgen, Durch 
cine £ahtencingabe nach Drucken irgendeiner 
andcrcn Tasie wird dei Stapel urn eine Stufe 
hoher bewegt. 


Enter Exponent t vs 1 

[fey enters the following digits as an 
exponent of TO, If no digits were entered before 
the wj key was depressed, the number 1 will 
automaticaSly be inserted: 

S3 

2 

[£11,25^ 

■ : 'to 


Sign change T f 

The key wilt change the plus or minus 
sicn of a result, a number or an exponent 
^nte^ed, 

. 256 *3 

.••'■ ' :<3 r ikl 

Pi t P ) 

tnters iht constant 3.141 592S5359 into the 
X-register and causes it to be displayed rn the 
selected format. 


ETNGABE 


Exponenteneing^be ( vs ) 

Die s£$ Taslegib: die folgenden Ziff^nals 
Exponent von 10 ^ixt- Fa'Js vor iTriicken 
Tasie keine Ziffern cingegeben wurd^n, wird die 
Zahi 1 automation 


1 /. 

00 

1 

r. 

02 

11 XlO 2 

1.2 5 

00 

1 

1+2 5 

1 0 

Jt,25 * 10*Q 


VorseichetiandefUiTg ( >3) 

Die 53 Taste andert das Plus- odei Minus- 
Vorzeichen eines Eigebnisses, einer 
Zahi oder cines eingegebenen Exponenten. 




■S25&'*T0' :a 


Pi<^> 

Zur Eingabe dcr Koostanten 3.14159265359 in 
dss X-Regi&ter und Anztiige getvjUilten 
Forrnat. 


t 2 assumed! 

( ^2 angenommen) 














^ FUNKTIONEN 


Ai! operations that calculate a new x with one 
or two variable given, retain the Old x in mem¬ 
ory 0, There are 4 types of operations explained 
in this section. 

Single variable functions: 

The contents of the display or X-register are 
replaced by the result of an arithmetic opera¬ 
tion. 

For example: 


A he Rechenvorgange zur Bercchnung dnes neuen 
Wertes x behalten mit 1 Oder 2 gegebenen 
Varbbkn den alten Wert x im Speicher 0 bd + 

In diesem Abschmtt wciden 4 verschiedene 
Rechenvorgahgc erkdiirt. - 

Funktionen mit einet Variation: 

Dcr Uer Anzeige (X-Register) wird durch 

das Ergebnis ernes arithmetischen Rechcnvorgange ; 
ersetzt. 

Zum Bei spiel: 



JO 

2.3 0 


Special two variable functions: 

The contents of the display or X-register are 
replaced by the result of an arithmetic ope¬ 
ration, which aiso uses the Y-regrster, For 
operations such as %, percent of total 2 nd A% f 
the Y-register remains unchanged. 

For example: 


Speziatfmiktionen mit zwi Variables: 

Der Inhalt der Anzcigc (X-Register) uird dutch 
das Ergebnis elnes arithmciischen Rechenvorgange! 
ersetzt, fur die such das Y-Rcgistcr venvendet 
wird. Fiir Rechenvorgangc wic Yc, Present dtr 
Gesaratsumme and &% bleibt das Y-Register 
rmverandert. 

Zum Beispiel: 


150 ml 


; 50.0 0 


r— *i 

5ziq 

S3 



1 5 0.0 0 


Y-registjer unchanged 
Y-Register tmverandert 


25 





FUNKTIONEN 


-^ 2 yr 
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FUNCTIONS 


Norma! two variable functions: 

The contents of the display or X-register are 
replaced by the result of an arithmetic opera¬ 
tion, which uses and destroys the Y-register. 

The stack is then pul Jed down by the operation 
as in the following example: 

Calculate 73 with the stack containing 

Berechnen Sic wenn de: Stapel cnthalt 

+37 


its 


1 


Entry 

Eingabe 


7S 


37 


Stack 

Stapel 



Entry 

Eingabe 






Normafe Functionen mic zwei Vaiiablen: 

Der Inhalt dex Anzeige (X-Register) wild dutch 
das Ergcbnis cines arithmetischen Rechenvorganges 
ersetzt, die das Y-R eg ister bcnutzt und loscht. 

Der StapcI wird dann durch den Recftenvoigang 
gernaE lolgendem BeispicI emiedrjgt: 


4.0 0 I W 

3.0 0 j Z 

2.0 0 \ Y 

__1 

1.0 0 | X 

_i 


Stack 

Stapcl 






FUNCTIONS 


FUNKTIONEN 


Two variable functions with two results: 

Both the Y^egistar and the display or X- 
register are replaced by the results of 
an arithmetic operation. The conversions to 
and from polar coordinates cd) simply 
replace the contents of the X and Y-registers. 
However, computation of the mean value and 
standard deviation {j- 1 lJ ] pushes the old X and 
Y-registers up into the stack: 


Fanktioncn mil zwej Variables und zwei 
Ergebsissen: 

Die Inhaite sowohl des Y-Registers als auch der 
Anzeige (X-Register) werden durch die Ergebnisse 
eines arithmetisches Rechenvorganges ersetzt, 

Bei Umwandlimgen in und von Palarkoordinaten 
ersetzt (^ o ) einfach die Inhaite der X- tmd Y- 
Register. Dutch Betechriting des Mittclwertcs und 
der Standardabweichung { jo £5 ) werden die 
alien X' und Y-Register in den Stapel bewegt: 


Entry 

Eingabe 


Any 
Jewei 3s 




Stack 

Stapel 

~4M0 j W 

j 3.0 0 | Z 

--- —! 

! 2.0 0 ; Y 

i _ j 

) 7.0 0 i X 

l,__ t 


I 

2,0 0 ! W 

-~ i 

1.0 0 i z 

s j Y 



FUNCT: 


UNERLAUBTE RECHENOPERATION 


Normal t 

The coni 
replaced 
tion, whi 
The staci 
as in the 

Calculate 

Berechne 


Gntry 

Eingabe 


An attempt to perform an illegal operation such as the 
square root calculation of a negative number, will result 
in a flashing zero display. 


Function 
f unkticm 
y/x P i/* 


In x. log x 


tan x 

sin - * x, cos" 1 
cosh -1 x 
tanh^ 1 x 


Illegal Arguments 
Uner&ubte Argument 

>T^Q 

x <0 

x<T0 or non-tnieger 
A odor nich:g^nj?ahi;o 

x > 120 
x ^0 

y£0 

x > 200 In tO/in y 
x < —200 In 10/lrt y 
Y <0 

x < In y/200 In 10 
x > — in y/200 in 10 
x >200 En 10 
x<-2G0 in 10 


Vcrsuch einer unerlaubten Reoheno Deration wic Zieh? 
der Quadratwurzel einer negatiuen Zahi veruisacht 
Blinkcn der NuUanzeige, 

Display (flashing} in floating mode 
Amerce (blinkt) im Fneftkornmaforrna: 


x < —200 
x = iOO'x o 


Oder™" Radiant 


±3999999999 99 

0 . 0 0 
0. 00 

9.9 99999999 99 
0. 00 
0 0 0 

9399993399 99 
0,1 -9 9 
0 . 0 0 

9399999099 99 
0.1 -9 9 

9.9 99993999 99 
0.1 -9 9 

9099999999 99 
0.1 —9 9 
±939999 9999 9 9 
0 . 0 0 
0 . 0 0 
0. 0 0 


tan 90° is not illegal but wilt cause all 9 r s to flash 
(indicates^, n : odd 


tan 90 ° ist crlaubt, verursacht aber Bbnkcn samtlich 
Ziffcrn 9 (»wird angezeigl). n : ursgsi'ade 


Addition 

Addition 


73.50 4 5.14 


73.5 wg 

5.14 rg 


72.50 

78,64 


Subtraction 

Subtraction 

56.0-21.37 


6®;'. 


S 6.0 0 
34.63 


Mu triplication 
Multiplication 


5-5 x (-7.2) - ? 


S*#. j, ..i ■ 



Division 

Division 

- 100^6 


too ^ ' 

*• ■■ 


’ r yy^T~7 


-100.00 


-16.67 








RECHENBEISPIELE 


FUNCTi" 


Mormal 
The cor 
replace c 
tion, wfr 
The sta- 
as in th> 


CALCULATION EXAMPLES 

Y to X Power ( *3 ) 

Y in die Poteiu X ( ^ ) 


S 4 =? 


8gfj 


8.00 


Cafc^a Egi 

Bexechr 


4jYg 


4096.00 


Y to X root ( cj :d ] 

Y in die Wuizel X < a 


53 ) 


Entry 

Eingabe 


\f4G96 = ? 


409S^j 



Mixed calculations 
Gemisehte fteehn^ngen 


\2 +■ 6J _ ^ 
[G - 2} 


S7 


(6x4!+ 3* 8 ~ 4 * = ? 


. 2 £S 6 r+] 


<5^20 

M ' . 



.6^4 fx] 



24.00 
2.00 
SMO 
3 3.0 0 


(6x4) 

(&4) 

3 ( 8 + 4 ) 

(6x4>+3 (844) 


26 













Square root 
Quadra tw uxzelziehen 


\/lDOOO = ? 


IOOoocbQ 


Squares (luljZ) 
Quadxieren (^£>[3 ) 

100 7 = ? 


'"‘"V x x ’JT 

ioocq SQ 

or 100g^[x] 
or 


Factor ia| { cd _J J 

FaJcuItatswerterniittiung ( m J ) 


5 ’ = ? 


M 

5^0 


Reciprocal ( ^ : J ) 
Kehrwertbildung { ^ S ) 


S'-GED 



7/6= ? 


rechenbhspiele 


7 PO.ffP 



1 20.0 0 


0.1 7 


0.1 BS6S6667 








FUNC7i<f 


CALCULATION EXAMPLES 


RECHENEEISPIELE 


Normal t 
The CQnt 
replaced 
tion, whi 
The stac 
as in the 


Calculate 

BerechiK 


Convert litre to US, gallons ( j 5 J 
Wandein $ie Liter in amerik* Gallonen um 


1 litre = ? U.5. gallons 
1 Liter = ? ameiik, Gallonen 


in/bin 

IcoQ 


0.2 64 179443 


Convert US- ga lions to litres 
WandeJLn Sie ameiitc* Galloncu in Liter um 


Entry 

Eipgabe 


1 US. gallon = ? litres 
1 amerik. GalJone = ? Liter 


IcdS'Q 


3.735305735 


Convert centimeters to inches ( i J ) 
Wandeln Sie Zentmieter m Zoll am 


1 cm - ? inches 
1 cm-? Zoll 


1 LFjrf 


0.39 3700787 


Convert inches to centimeters 
Wan del ji Sic Zoll in Zcntimeter urn 


1 in = ? cm 
L Zoll = ? cm 


itpSQ 


2.540 0 0000 0 


Convert kilograms to pounds { -n “J ) ^ 

Wandetn Sie Kifogramm in engL Pfimde um( tb-Q ) 


1 kg = ? pounds 
I kg = ? engL Pfunde 


l^,1n 

'i eaQ'' 


2.204622622 


Niote: U .S. GaNons x 1.20094 = Imperial Gallons. imperial Gallons x C.S3263 - LhS. Gallons. 

Zur Beachbing: Amcrik. Gadlonen x 1,20094 = Imper. Galionen. Imper. Galtonen x 0,53265 = Amerik. Gallonen* 







f Convert radians to degrees 

Wandeln Sie Radiant in Grad um 

1 Radian ^ 

V 1 Radiant r 1-GBQ-CT 


RECHEN E ElSPIELE 


0.453592370 


77.000000000 


37.000000000 


1.047 19755 7 


57.2957 7951 3 






























rechenbeispiele 



cos (DEG) 



Tan 45° ^ ? 










RECHENBEISPIELR 


0.500000000 


0.500000000 


1.000000000 


30.000000000 
0.5235907 7 6 


Grad 

Radtsra 

Kadxam 


50.000000000 
1.04 7 19 755 1 


Degrees 
Grad 
; Radians 
Radiant 





CALCULA7ia\ EXAMPLES 


RECHEN B EISPl ELE 


tan- 1 (RAD7DEG] 


tan l = ? 


CB B 

1 

cdqS 



0.785398 1 63 . 
45.000000000 . 


Radians 

Radiant 

Degrees 

Grad 


Set radian mode * Stellen Sic die- Radiant-Betriebsart ein 


sin (RAD) 


sin tt/6 = ? 


Jt 

CD3 

sa 

rgg 



0.5235987 7 6 
0.5 OQQOQQQQ 


cos (RAD) 


cjOj tt/3 = ? 


3^0 

slB 


AM 1592654 
1.04 7 19 7551 
0.500000000 


tan (RAD) 


tan tt/18 = ? 


-s GEJ 


3.141592654 . 


0.1 74532925 . 










mm 


RECHENBEISPrELE 



tec 

Tl 

3$ 


C 

V 


i 


i 

l 


Cf 

Bi 


E 

E 


¥ 

4 

| 


1 

1 


c 

V 


1 

1 


{ 

\ 


CALCULATION EXAMPLES 

Rectangular to Polar 1 ^ "31 ) in Radians 

Rectangular coordinates (4, 3! to polar coordinates with 
angle in radians. 

Rechtwinklige Koordinaten in Polarkoowiinaten 
( id ’3 ), in Radmnten au sgednick £ 

Rechtwmklige Koordinaten ( 4 , 2 ) in PoLarkootdinaten 
mit Winkel in Radian ten. 


334cpg 


Polar to Rectangular { hj <E± 3 ) in Radians 

Polar coordinates {3, 120°) to, rectangular coordinates 
whh angle converted to radians. 

Polarkoordinaten in rechtwinklige Koordinateu* C S 

3j ) in Radian ten ausgcdrtickt 
Po brkoordirmcen (y, 12G C } in rechtwinklige Koordinaten 
mit in Radian ten umgewandeliem Winkel 


5.000000000 

0,04 350 1 ? 09 


Radius of circle 
Radius deslCreis 
Ansler-in redictrtf 
|,Wirifce3:in Radian 





120 cd' a 


2.09439 51 02 . 


. ' Irv -ypL 

3oqO a 


53 


□cdq 



coordinate 
x-Koordinate 
y coordinate 
w-Kowrdinate 


6.928203220 


\ 


* Set degree mode 


* Stellen Sie die Giad^Betriebsar: cm 






CALCULATION EXAMPLES 

Rectangular to Polar { jj 3 ) in Degrees 
Rectangular coordinates {4. 3) to polar coordinates 
with angle in degrees 

Rechtwinklige Kooidiiraten m Polar koordinatesi 
( cq ) s in Graden ausgedriickt 
Rechtwinkiige Koordinaten < 4 , 3 ) m Poiarkoordinaten, 
nut Wlnkel m Giaden 


JgftV - :■■' / - ; 


Polar to Rectangular ( cd □ 3 ) in Degrees 

Polar coordinates (9, 120 & } to rectangular coordinates 
PoLaikoordinaten m rachtwinJtlige Koordmaten, ( ju 
3 ) in Giadcn auagedrackt 
PolarKoordinaten (9, 12CD in rechtwinkiige {Coordinate 

'-'120|s39cd& 


RECHENEF.ISPIF.LE 


5.000000000 


36.86989 7646 


Radfus of circle 
.Radius des BCreis^s 
Angie iri degrees 
WiitkoHn Gr^den 


- 4.500000000 


7 . 79422.8534 


x coordinate 
. X-Koordinate 
V coordinate 
y-KoOzdinate 








sinft 5 - ? 


sSs 


74.2032 1 0573 














CALCULATION EXAMPLES 


hyp cos 
cosh VO = ? 



hyp tan 

tanh 0.5 - ? 



mv hyp sin 

smh-i 74.203210573 - ? 


' V; ~/-74,%32n G578cpn3<i} ' 


rnv hyp cos 


cosh-1 1.543030635 - ? 


: 1,54^80635 ■' - 


inv hyp tan 


. Q 4G2117T5?SSjfci ; • 


wnh-> 0.462117157 - ? 


CHEN B EISPIELE 


7 .543030635 


0.4 621 1 7 7 5 7 




5.0 00000000 


1.000000000 


0.5 00000000 










RECHENBEESPIELE 


^ALCULATiGrv 


Hyperbolic Rectangular to Polar ( 3 5 } 

Rectangular coordinates (5, 3) to hyperbolic polar form 

Hyperbolische rechtwtnkjige Koordinaten m 
Polarkoordmaten ( S & T3 ) 

Rechtwinklige Koordinaten (5, 3) in byperbolische 
Polarform 


Vertex of hyper polar 


4.000000000 


0.693 7 4? J £7 


* Scheitel der Hyperpolarform 


Hyperbolic ang: 
Hypcrbolischtr 


Hyperbolic Polar to Rectangular { £5 co G d 
H yperbolic polar form (4 r 0*69314718056) to 
rectangular coordinates. 

Hyperbolische Folarkoordmaien m rechtwinfclige 
Koordinaten ) 

Hyperbolische Polarform (4* 0.69314718056) in 
recbtwjnklige Koordiraten. 


0.69314713056Q4 


5.000000000 


3.0 00000000 


x coordinate 
.jt4Coordinate ■ 
y coordinate 
■y-Kd dr dilate 


1 

1 








CALCULATION EXAMPLES 


RECHENBEISPIELE 


Statistical Calculations; 
Statistisehe Berechtiungen; 


Determine the mean, standard deviation, and variance 
of the following numbers: 

32 75 63 


Bestimmen Sie den Mittclwert, die Standardabvveichung 
und die Varianz der folgenden Zahlen: 

77 3S S3 


and perform error recovery after entering the second und nehmen Sie cine Fchlerbcrichtigung nach 

value in error. Fehlcingabe des zwciten Wertes vor. 


CLP 

bQq 2 

82 g£ 

65 GS 


am ' 

?6ta. : 

63js3^- : ■ 

- r ‘ ■ - ■ :77 hi;:^ ;r 

88'ea-' - 

. " T - 33c^l. ' -■■ 

CE£3 


V5T 

;#a.Q- 



Erf or entry 
Feftlemgabe 
Correction 
Berichtigubg 


Mean 

Mitteiwert 


* Standard deviation unbiased Variance unbiased 

Unverfalschte Standardabweichung Unverfalschte Varianz 
















CALCULATION cXAttfPLiS 


RECH EN B EISPIELE 


To compute the biased standard deviation and variance, Um die Standsrdabweichurrg und Variant mit 


add the following; 

.• 7,..' 

..?'•*• -to'' 
- iS .• 

• '■.■= SI 7.- 

/.TT.©.,' 


Other related memories contain the following: 


sy sterna iischem Fchler zu bcrechnen, gehen Sie wie 
folgt vox: 


.♦si timber "df • Envies ■■ 
Anzafa der EirigSben 


■ya;r|anceB;rased;■ ' 7 ■ ■.' 1 -; ■ ■> ;1 j .4 ■.■. ' lj ' i ■« V; 

FfiltBr ■ ■, „■. - 
. ■■■■\- 7 7 , /■ ■-3- 

StaidaT^abWei^ha ng miTsystems HscfiernF 

Andcre verwandte Speichcr enthatten fo^cndes: 


468.00 1 

jiSum ot x^-register entries , " 

te^Eingaboi 

0.0 0 j 

.. '- - 7 ; 

36880.00 j 

Jiin tHte; ->■":/■*7 



4 6 $,0 0 















CALCULATION EXAMPLES 


RECHEN&E1SPIELE 



Percent (of Y register! 
Froitut (dci Y-ke*£Kl?rs) 


1) Percent of a number 
Prozent ciner Zahl 


15% of 200 ? 


200 

a ~r~ ".■* 

15 mTTj 


200.00 
30.0 0 


2) Discount: Wha* b the net amount after discount? 

Sfconto^ Was ist der Nettobetra^ nach Abzugdes RabatSes? 

200 - 10% = ? 200*~zi 

lOcpo 


a 


2 GQ t QQ 
20.00 
18 0.00 


3) Markup 
AufscJrtag 


200 + 15% = ? 


200 

15 ena 

a 


2 0 0.0 0 


3 0.0 0 


23 0,00 









Percent of total (Y + new X) 

Prozent der Gesamtstimme {Y + iteues X) 

1) You have a product which costs $60, In order to 
provide a gross profit margin of 25%, what should 
the sale price be? 

Sie haben ein Produkt, das S60 kostet. Wie hoch 
mufi der Ycrkaut'spreis sein. urn erne 
Bruttogev,innspajine von 25% zu crhallen? 

60@ 

'25030l£j' 

a 


2) You wish to sell your house for $32,900. What will 
the asking price be including a 6% real estate fee 
{6% of asking price)? 

Sie mochten Ihr Haus fiir S32-900 verkaufen. Wic 
hoch ist der gefbrderte Preis einschlieCilich einer 
Maldergebiihr von 6% <6% des geforderien Prelses)? 


3290053 


RECHENBEISPIF.LE 



Co^t 

Sdbstkostenpr 

$£FM 

BruttOgewinmr 
Sate Price 
Veikaufsprek 


32900.00 
2 1 0 0.0 0 
39000.00 


Asking Price 
G^foiderter P& 









CALCUlLATtOW EXAMPLES 


3} A product sells for S^SS-50 including tax. What is 
the price without the 6% safes tax added? 

Eir* Frodukt wild fur 5135,50 emschlie&ich Stcuer 
verkauft. Wte hoch isf der Preis ohne die 6 % 
Verksufssttuer? 


135.6^9 

6^1m5a 

fS 


Percentage difference between two numbers (A%) 
FrozeatuaJer Unterschied zwischen zwei Zahlen (A%) 

1) You have a product which costs $60,00 and you are 
setting H tor $80. What is the GMP%? 

Sie haben ein Produkt das $60,00 kostet und sie 
verkaufen es fui S80, Wie hoch Lst die 
B rj tto^o vdruispanne ? 

80B 

SGedcti33 

2) Find the difference in percent between paying $60 
for a product a year ago verais SSO today. 
Berschnen Sic den prozenfual en Ufttwschied ftir 
den Preij cines Ptodukles, fiir das Sie vor einen; 

J^ltr $60 frezshftea und fieute SS0, 


RECHENBEISFI £LE 


Wet Price 

'Nettoprefe 


%GPM 

% Bruttogewirmspaime 


i ncr^aso 


> PieibrfiQnung 













MEMO 











